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CATHEDRAL OF ST. JOHN THE BAPTIST 
Charleston, S. C. 


Roman Catholic Diocese of Charleston, established 
1820 by Bishop John England, Present building re- 
placed Cathedral destroyed by fire in 1861. Flemish 
Gothic Brown stone with Munich stained’ glass 
windows reproducing masterpieces of great artists. 


Photographed by Emest Ferguson 
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